216     DOCKETED ITEMS

-9005010306 Discusses reported unsafe conditions at plant involving steam valves &
electrical problems & suggests steps to be taken by NRC in such
situations.Suggestions for correcting problems Drcv'ded.

COMLEY.S.B. We The Peop.o of "ne Jnuec States .y.e The People, Inc.). 90/03/26.
CARR.K. Commissioners. 2pp. 53665:355-53665:356.

M. Antitrust correspondence

9005170081 Comments on mgt plan,antitrust & issues before FERC in connection w/
Northeast Utils planned purchase of PSC of NH & share in Seabrook.
NASH.D. Policy Development & Technical Support Branch (Post 870411). 90/05/14.
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 3pp.
53857:147-53857:149.

Q. Inspection reports, IE Bulletins & correspondence

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

U. Congressional/Executive Correspondence

9005070003 Forwards NRC status rept on licensing schedules for Fourth Quarter
1989.Regulatory delays described in rept not affected by schedule for resolving offsite
emergency preparedness issues.w/exception of plant delays.
CURTISS.J.R. Commissioners. 90/03/02. BEVILLJ. House of Rep., Appropriations.
11pp. 53778:028-53778:038.

9005070005 Forwards NRC 42nd quarterly status rept on emergency preparedness for
nuclear plants for Oct-Dec 1989.No NRC actions delaying schedule for issuance of
full power license.

CURTISS.J.R. Commissioners. 90/03/02. BREAUX.J.B. Senate. Environment & Public
Works. 4pp. 53777:347-53777:350.

9004250309 Responds to 900313 & 16 Itrs re concerns that INPO repts showing safety
deficiencies at plant.lnfo in repts did not change NRC finding of reasonable assurance
that plant can be operated safely.

CARR.K.M. Commissioners. 90/03/30. KOSTMAYER.P.H. House of Rep., Interior &
Insular Affairs. MARKEY.E.J. House of Rep. 6pp. 53588:299-53588:306.

-9004110060 Expresses concern that certain INPO repts show safety deficiencies at
plantRequests that NRC provide INPO documents by 900322 w/justification as to
why NRC believed that such safety deficiencies need not be corrected.
KOSTMAYER.P.H., MARKEY.EJ. House of Rep., Interior & Insular Affairs. 90/03/16.
CARR.K.M. Commissioners. 5pp. 53603:059-53603:063.

9004300097 Responds to 900330 request that any documentation provided to H Meyers
also be provided to minority staff of House Committee on Interior & Insular Affairs.lnfo
will be provided.

CARR.K.M. Commissioners. 90/04/13. YOUNG.D. House of Rep., Interior & Insular
Affairs. 1p. 53653:093-53653:094.

-9004300101 Requests that documentation re Seabrook also be provided to minority
staff of House Committee on Interior & Insular Affairs.

YOUNG.D. House of Rep., Interior & Insular Affairs. 90/03/30. CARR.K.M. Commis-
sioners. 1p. 53653:094-53653:094.

9004300067 Responds to 900402 Itr re belief that plant licensee may have accepted
welds of indeterminate quality.Licensee performing addl reviews to ensure quality of
welds & results will be made available at conclusion of evaluation.
CARR.K.M. Commissioners. 90/04/20. MARKEY.EJ., KOSTMAYER.P.H. House of
Rep. KERRY.J.F. Senate. 6pp. 53655:313-53655:320.

-9004300075 Advises of intention to continue inquiry re quality of safety-related welds
at plant & requests that NRC be instructed to cooperate in endeavor to avoid direct
involvement w/documents.

UDALL.M.K. House of Rep. 90/04/02. CARR.K. Commissioners. 2pp. 53655:319-
53655:320.

9005240170 Forwards answers to questions received from H Myers re plant.Requested
Quality Engineering Group NDE Review Group Procedure 5,Rev 5 w/earlier revs to
procedure provided to Myers.per 900328 request.

RATHBUN.D.K. Congressional Affairs. 90/05/11. UDALL.M.K. House of Rep., Interior
& Insular Affairs. 13pp. 53908:111-53908:123.

9005240121 Forwards insp plan for assessment of weld quality at plant, per H Myers
request.

RATHBUN.D.K. Congressional Affairs. 90/05/16. UDALL.M.K. House of Rep., Interior
& Insular Affairs. 1p. 53908:021-53908:027.

-9005240126 Forwards plan for team insp at plant.per H Myers 900514
request.Documents will be provided on 900516 w/o restriction unless advised other-
wise.

RATHBUN.D.K. Congressional Affairs. 90/05/16. CARR, ROBERTS, ROGERS Com-
missioners. 6pp. 53908:022-53908:027.

DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 1

E.  NRC Safety Evaluation Report (SER), suppls & correspondence

9005180159 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF CO-
MANCHE PEAK STEAM ELECTRIC STATION UNITS 1 AND 2.Docket Nos. 50-445
And 50-446.(Texas Utilities Electric Company.et al.)

* Comanche Peak Project Division (890101-900602). NUREG-0797 S24. 90/04/30.
174pp. 53861:137-53861:310.

F.  Security, medical, emergency & fire protection plans

9004230086 Informs of util update to fire safe shutdown analysis for changes which
impact fire hazard analysis.

CAHILL.W.J., WALKER.R.D. TU Electric (formerly Texas Utilities Generating Co.). 90/
04/11. Document Control Branch (Document Control Desk). 1p. 53581:359-
53581:359.

9005030100 Advises that 901113 date acceptable to conduct 1990 annual emergency
exercise.per 900226 Itr.

GRIMES.C.I. Comanche Peak Project Division (890101-900602). 90/04/25.
CAHILL.W.J. TU Electric (formerly Texas Utilities Generating Co.). 1p. 53705:084-
53705:084.

9005180042 Requests assessment of Citizens for Fair Util Regulation 900412
concerns.in coordination w/State of TX & local authorities re deficiencies in public
educ & info program & alert notification sys for plant.based on survey.
GRIMES.C.I. Comanche Peak Project Division (890101-900602). 90/05/15.
CAHILL.WJ. TU Electric (formerly Texas Utilities Generating Co.). 3pp. 53882:110-
53882:122.

H. General correspondence

9004250298 Responds to 900314 Itr forwarding constituent J Miller 900215 request for
Senator Bentsen to support legislation to assure safe plant operation.
TAYLOR.J.M. Ofc of the Executive Director for Operations. 90/04/05. BENTSEN.L
Senate. 6pp. 53606:105-53606:112.

-9004250302 Forwards constituent J Miller 900215 request that legislation be passed
to regulate day-to-day operation of facilities.

BENTSEN.L. Senate. 90/03/14. RATHBUN.D. Congressional Affairs. 2pp. 53606:111-
53606:112.

9005030312 Responds to 900319 Itr forwarding constituent S Culbertson Itr expressing
concerns re handling of radwaste.Legislation provides that states,preferably acting in
regional compacts, provide disposal capacity for low level radwastes.
RATHBUN.D.K.   Congressional   Affairs.   90/04/20.    BENTSEN.L   Senate.    11pp.
53777:008-53777:020.

-9005030320 Forwards constituent S Culbertson Itr re disposal of nuclear wastes from
plant.

BENTSEN.L Senate. 90/03/19. RATHBUN.D. Congressional Affairs. 2pp. 53777:019-
53777:020.

ML Antitrust correspondence

9004240219 Ack receipt of progress rept dtd 900403 re facility status of settlement
negotiations.per  10CFR2.206.Staff encourages parties to continue discussions in
effort to resolve differences & consummate settlement agreement.
LAMBE.W.M. Policy Development & Technical Support Branch (Post 870411). 90/04/
20. ADRAGNA.J.M. Miller.Balis & O'Neil. 1p. 53586:210-53586:210.d
